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THE MJ-12 PROJECT 

The Overview. In pursuant to the Presidential National Security Memorandum of June 28 
1961, die U.S. intelligence operations against the Soviet Union are currendy active in two broad 
areas; aircraft launch vehicles incorporating ELINT and SIGINT capabilities; and balloon borne 
decoys with ECM equipment 

The Situation. Thg overall effectiveness abo ut the actual Soviet response and »\«rt ^.c ; c 
ijo t . doqraientefl to the point where U.S. intellige n ce can provide a true picture of how Swii* 
defenses perceive unidentified flying nhiecrs ' 

Informational sources have provided some detail on coded transmissions and tactical plans 
whose reliability is uncertain, and thus, do not give us precise knowledge of Soviet Order of 
Batde. Current estimates place Soviet air and rocket defenses on a maximum alert footing with 

air operations centered on radar and visual verification much the same as ours. - 

Future psychological warfare plans are in the making for more sophisticated vehicles whose 
characteristics come very close to phenomena collected by Air Force and NSA elements 
authorized for operations in this area of intelligence. 

Basis for Action. Earlier studies indicated that Americans perceived U.F.O. si ghting . ? 35 the 
work of Soviet propaganda designed to convince U.S. intelligence of their technical superiority 
and to spread distrust of the government. CIA conducted three reviews of the situation utilizing 
all available information and concluded that 80% of the sighting reports investigated by the Air 
Force’s Project Blue Book were explainable and posed no immediate threat to national security. 
The remaining cases have been classified for security reasons and are under review. While the 
possibility remains that true U.F.O. cases are of non-terrestrial origin, U.S. intelligence is of Ihe 
opinion that they do not constitute a physical threat to national defense. For reasons of security, I 
cannot divulge pertinent data on some of the more sensitive aspects o£MJ-12 activities which 
have been deemed properly classified under the 1954 Atomic EnejQWnf 1954 , 

I hope this clarifies the necessity to keep current operations wl^jgpA activities in sensitive 
areas from becoming official disclosure. From time to time, updates will be provided through 
NIE as more information becomes available. 

(Signed) Allen W. Dulles 
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Majic Eyes Only: Earth’s Encounters with ET Technology (320pgs-hardback) ($30).... QTY_ $. 

DVD of “The Secret” as Seen on Sci-Fi Channel ($18).QTY_ $. 

Majestic Documents Book (190 pages) ($18).QTY_ $ 

CD “The Secret” Authenticity of MJ Documents ($5).QTY_ $. 

SOM1-01-ET Technology Recovery and Disposal ($5).QTY_ $. 

1st Annual Conference Proceedings (227pages) ($35).QTY_ $. 

CD Audio Set of 1st UFO Crash Retrieval Conf ($160).QTY_ $. 

2nd Annual Conference Proceedings (251 pages) ($35).QTY_ $ 

DVD Set of 2nd UFO Crash Retrieval Conf ($240).QTY_ $. 


Individual DVD’s of 2nd Crash Con Speakers ($20) 

Nick Redfern - Crashed UFOs - Worldwide History.QTY_ $_ 

Jim Marrs - The Very First UFO Crash Retrieval 1896?.QTY_ $_ 

Don Ledger - Shag Harbor Incident. QTY_ $_ 

Peter Robbins - Brentwaters/ Woodbridge. QTY_ $_ 

Linda Moulton Howe - US Policy of Denial In the Interest of National Security. QTY_ $_ 

Grant Cameron - The Presidents Hard Evidence (both parts).QTY_ $_ 

Stephen Bassett - A Message to President Elect - Truth Retrieval. QTY_ $_ 

Dr. Robert Wood - Correlating Leonard Stringfield’s Crash Reports. QTY_ $_ 

Paul Davids - The Road to Roswell - Undisputed facts and Factual Disputes.QTY_ $_ 

Dr. David Pace - Inside the USSR Majestic 12 Program.QTY_ $_ 

Ryan Wood - Murder and Majestic 12 - Investigation of UFO Related Deaths.QTY_ $_ 

Various Presenters: three 30 minute contributed talks: Paul Kimball: Crash at Aztec; 

Chuck Wade: Debris from Plains UFO crash; Ron Regehr: Ramey Office photographs.QTY_ $_ 

3rd Annual Conference Proceedings (200 pages) ($35).QTY_ $. 

DVD Set of 3rd UFO Crash Retrieval Conf ($240/set).QTY_ $. 


Individual DVD’s of 3rd Crash Con Speakers ($20/each) 

Dr. Robert Wood- Examination of Reverse Engineering Claims.QTY_ $. 

Dr. Tom Valone - UFO Energy & Antigravity Systems.QTY_ $_ 

Speaker Panel Moderated by Stephen Bassett.QTY_ $_ 

Dr. Roger Leir - The Varginha Brazil UFO crash.QTY_ $_ 

Linda Moulton Howe -1953, DRES, Millard County, UT Crash.QTY_ $_ 

Nick Redfern - Big Thicket, TX Crash & 1953 Kingman AZ crash. QTY_ $_ 

Richard Dolan - Sociological & Political Implications of Disclosure. QTY_ $_ 

Chuck Zukowski, Debbie Ziegelmeyer - Roswell Archeological Dig Results. QTY_ $_ 

Reme Baca - San Antonio, NM 1945 UFO Crash. QTY_ $_ 

Jim Marrs - Keynote - Will Rocket Engines Go The Way Of The Dodos?. QTY_ $_ 

Ryan Wood -New Book - Majic Eyes Only. QTY_ $. 

Peter Robbins - Orgone Energy & Wilhelm Reich & UFOs. QTY_ $_ 

Dr. Roger Leir - Analysis of Metal Fragments from UFO. QTY_ $_ 

Bill Hamilton - The Case for Reverse Engineering. QTY_ $_ 

Ken Storch - Arizona 1998 Landed UFO, Military & Murder. QTY_ $_ 


Individual DVD’s of 4th Crash Con Speakers ($20/each) 

Stanton Friedman - The UFO “Why” Questions.QTY_ $. 

Dr. Michael Salla - The Covert World of UFO Crash Retrievals.QTY_ $_ 

Richard Dolan - UFO Crash Retrievals: Leaks and Secrecy.QTY_ $_ 

Paul Schatzkin - Defying Gravity: Material on T. Townsend Brown.QTY_ $_ 

Ryan Wood - The Devils Hole UFO Crash Retrieval.QTY_ $_ 

Peter Merlin - How the Government Responds to Top Secret Crashes.QTY_ $_ 

Michael Lindemann - Scenarios of Contact.QTY_ $_ 

George Knapp - TV Journalist’ Perspective on Ufology.QTY_ $_ 

Robert M. Wood, Ph.D. - Alien Viruses and Leaked Documents.QTY_ $_ 

Nick Redfern - Crashed UFO’s and Bio-Warfare.QTY_ $. 

Frank Feshino - The Braxton County Monster.QTY_ $_ 

Linda Moulton Howe - Military Voices: Firsthand Testimonies.QTY_ $_ 

Dr. Bruce Maccabee - December 6,1950 UFO Crash Retrieval.QTY_ $_ 

Matthew E. Thuney - The Lummi Island Incident.QTY_ $_ 


1st Annual UFO Crash Retrieval Conference Audio Tape Set (2003) ($160).... QTY_ $. 


Shipping and Handling ($8.00).$. 
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